Tryon's Palace — built 1767-1770 — of which 
only one wing now remains, is recognized as 
"the finest building in Colonial America." 
JRoyal Governors William Tryonand, Josiah 
Martin resided here. Later this building be¬ 
came the first State Capitol. The building 
burnt in 1798. 
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